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De, CARL GOITERIED MABSER. 


Karl Gottfried Maeger, D. L. D. was 
born in. Vorbrucke by Meissen. on the 
Elbe, in Saxony, Germany, January 
16th, 1828, He was the sen of Johann 
Gottfried and Christine Maeser. His 
father was a painter in the Royal China 
factory of Saxony. He attended the 
common school until his sixteenth year, 
when he entered College at Dresden. Af- 
ter his graduation, he became. tutor in 
the family of a nobleman in Bohemia. 
Returning to Dresden he became teacher 
in the Ist district. school, and. after- 
ward Principal ofthe Budig Academy 
m that city. 

He married Anna Mieth, June 11th, 
1854. Oct, 12, 1855, he was baptised 

* into the Church of Jesus Christ of Lat- 
ter-day Saints by Apostle Franklin D. 
‘Richards, being one of the first to accept 
the principles.of Mormonism in Ger- 
many. He, with kis wife and child, left 
his native land in 1855, for the Gospel’s 
sake. 

He remained in London nine months, 
acquiring some knowledge. of. the Eng- 
lish language, and in the mean time 
preparing himself for the journey to 
America, which required six.weeks to con- 
summate. His:first.day in tha New World 
also witnessed the burial of his child. 
He labored .as:a: music: teacher in Vir- 
ginia, in the family of ex—president 
Tyler. -From.here he was called to the 
Presideney,, of the Philadelphia; confer- 
ence, where he remained two years. Pur- 
suing: his journey westward, he joined an 
ox team .company.and, arrived in Salt 
Lake City, .Sept.-2d., 1860.. He became 
tutor in the family of President Brig- 
ham Young, and. shortly after teacher 
in the 20th district school. In 1867 he 
was called on a mission to Switzerland, 
leaving: his family in almost destitute , 
circumstances. He was made President 
of the Swiss and.German,.Mission, and 
issued the first number of Der Stern, 
a German. exponent. of the Gospel, which 

still continues its bi-weekly publications. 
In 1870 he returned to America, resumed 
bis position as teacher :in. the district. 
school. Shortly after he was appointed 
Professor of Languages. in. the Deseret 
University, and organized the Normal 
Dept. in that school. President Young 
appointed him, in 1876, as Principal of 

_the Brigham Young Academy at Provo, 

which institution he organized August 
26th;.1876,. with an. enrollment of 26 
pupils. He labored faithfully as Prin- 
cipal until March, 1st, 1889, when he 
was calleaite act_as General Supt. of L, 
kD. ares - a nalts ihe postion 
of Principal..of :the-B. VY. Academy, but 
his duties as General Supt. keep him 


traveling most of the time in behalf of 
that organization, 


FORMAL STUDIES. 


[By Benj. Cluff, Jr., B. M. D.] 


TRAINING THE SENSES, 


The importance of an early and sys- 
tematic training of the senses can hard- 
ly be over estimated. All our ideas of 
the outer-world are formed from the 
materials which come to us through 
these five channels; if now these channels 
are poor conductors, our knowledge must 
be correspondingly imperfect. 


TRAINING THE SENSE OF SIGHT. 


The sight may be cultivated by a 
proper arrangement and manipulation of 
objects before the eyes. 


Exurciss'—Have the class seated 
directly before the blackboard. The 
teacher marks two dots on the board, 
concealing them from the students with 
his hands or a piece of pasteboard. Re- 
moving his hand quickly, and quickly 
replacing it so that the pupils have but 


.& moment.to look at the dots, the teacher 


asks:, “What did you see on the black 
board?” “I saw two dots on the black 
board,” is the reply from the pupil 
called upon. 

The. object is to train the eye to see 
accurately and quickly things presented 
to it. The teacher makes three dots, 
four, five, six dots, and so on up to ten, 
each time varying the interval of ex- 
posure to suit the number of dots and 
the quickness of the pupils. 

After the dots, make straight marks. 
Vary the exercise by using colored cray- 
ons, and arranging the dots or marks in 
squares, diamond ehapes, circles, etc. 

Make figures next from one up to ten 
and from ten up to one hundred. ‘Then 
make words, simple ones at first—as, 
cat, dog, slute, book, ete. and after- 
wards making them harder. Afterwards 
write short sentences, then longer ones 
and more involved. 

After the pupils have expressed their 
judgment onthe object, whether right 
or wrong, let them look at length to cor- 
rect defects of the former impression. 

Draw pictures on cardboard or on the 
leaves of a note book. Hold these up 
with the back to the pupils. Turn these 
over a8 quick as consistent, asking the 
pupils each time: “What picture did 
you see?” On some leaves haye the 
pictures of two, three or more objects, 
and have the pupil tell how many ob- 
jects there were and what they were. 


Have a large picture with many ob- 
jects and figures, some of them some- 
what obscure or complicated, and re- 
quire the pupils to tell what they see. 
As each object is named, write its name 
on the blackboard. 

These exercises continued for fifteen 
minutes a day fortwo or three weeks, 
will produce good results. 


Traine Tur Heantna.—Arrange a 
series of objects, different sounding 
bells, different kin@8 of glass tumblers, 
tin objects, earthen objects, steel objects, 
wooden objects, etc, in a row on a table 
before the class. Strike with a lead pen- 
cil each object in turn, at the same time 
naming it. Write the name on the 
blaekboard. 

When the sound and the name are 
well associated, have the pupils all turn 
their backs to the table. Now strike 
again the different objects, and call upon 
the pupils to give their name. Continue 
this until every object is rightly named. 

Hav all the students but one close 
their eyes or blindfold themselves by 
leaning down on the desk. ‘Let the one 
carry a bell to different parts of the 
room and strike it, while the class lo- — 
cates the place by the sound. 

Cal! to the ffont four members of the 
class, the rest turning their backs as be- 
fore. Have each of the four speak in 
turn, and let the class name the person 
speaking by the sound of his roiee. 

Make several taps in succession on 
the teacher’s desk or blackboard, slow- 
ly at first, but gradually faster, and have 
the pupils tell the number. In like 
manner strike the bells, tumblers, etc. 

Teach high and low pitch by the use 
of an organ or other musical instru- 
meut, or by voice. 
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GONE TO REST. 

It pains us very much to announce 
the sad death of the babe of Instructor 
H. A. Anderson, of the B. Y. Academy. 
Bro. Anderson and wife have the heart- 
felt sympathy, intheir sad bereavement, 
of the teachers and students of ths 
Academy. Hard it is to part with our 
loved ones, still in all our afflictions we 
have ta acknowledge the overruling 
hand.of Providence. There is nothing, 
however, that should soften the sharp- 
ness of the parents, agony under such 
a bereavement as the reflection. that 
little children are pure and guileless, 
and that “Ofsuch is the kingdom of 
Heaven.” it is well with the child. The 
precious babe is now a treasure laid up 
in a better world, free from earthly sor- 
row and pain. 


W. M. McKenpricx, - Editor. 
Rh. R. Lyman, - Business Manager 

Subscription to the end of the 
school year 75 cents., 


RECOMMENDATION. 


Provo City, January 22, 1891. 
Tt gives me pleasure that I can comply 
with the solicitation of the manager of 
the “B. Y. A. Srupenr,”’ and endorse 
this literary enterprise as a means of 
friendly communication between the 
students of our educational institutions, 
and as such recommend it to their kind 
consideration and support. 
Dr. Kart G. Mazser, 
Gen, Supt. 


GREETING. 


To the students and friends of the B. 
Y. Academy, and to the college world at 
large, we extend cordial greeting. It 
is Our ambition and desire to publish a 
paper that shall ba worthy of the Acad- 
emy, and an honor to the editors. 

We come before yon, “just ag we are,”’ 
and trust that in a Way, success shall 
attend our efforts. 

But the B. Y. A. Srupenr must serve 
a3 its Own interpreter, and we send our 
paper forth with a hearty “Gop Spuxp.” 


q At the beginning of the First Semester 
it was decided by tne students to give 
the public an opportunity of reading an 
account of what 1s going on in the Acad- 
emy. Through the kindness of the 
Provo Enquirer. and the diligent Ta- 
bor of A. C. Luad, Mabel Pratt and 
Julia Farnsworth as editors. suecess was 
attained. At a meeting held by the 
normal students in the Assembly Hail 
of the B. Y. A., it was decided that the 
stadents should edit a paper independ- 
ent of all others. Officors were elected. 
as follows: 
Winrorp M. McKenpnick, 
Chief Editor. 
Mary ©. Jivmay, J 
First Assistant. 
oa ALLEMAN, 
Second Assistant, 
Oxtor W. ANDELIN, 
Editor Normel Deot. 
Maren Prarr, — 
Lditor Literary Dept. 
Homer McCaary, 
Editor Scientific Dept. 
Hesry C. Lun Dy : 
Editor Commercial Dept. 


| efforts. 


Minnie Daniets, 


EKditor Intermediate Dept. 
Geo. J. Ramsey, 
Hxchange Editor. 
Ricuarp R. Lyman, 
Business Manager. 
Eparam G. Gowans, 
Secretary and Treasurer. 


With this array of talent we hope to 
meet the demands of the public, and no 
pains will be spared on our part to make 
the paper interesting and instructive. 


The B. Y. A. Srupenxr will be toanaged | 
exclusively by the Srupenra,for the bene- 
fib of this, and other Academies, and | 
young people in general. Articles from 
the teachers will appear in nearly every 
issue, méking it valuable for reference 
on educational subjects, 

We propose to stand upon our own 
merits, and be responsible for whatever 
appears in our colu@ns. We realize 
that the B. ¥. A. Sruprxr is an infant, 
yet it can walk and talk, and if neces- 
ary “holler.” It is not a child of char- 
ity, but proposes to make it’s own living. 

We do not expect it will “ran the 
gauntlet” in the newspaper world with- 
out receiving lashes from the hand of 
eriticism. 

But whenever anything worthy of 
commendation appears, dont withold 
your praise. 

Youne man, have you an aim in life, a 
mark you wish te reach, a goal, you are 
striving for? Or-are you simply moving 
with the great tide of humanity, hither 
end thither, aimless and purposeless? 

He who hus no aim is like a ship at 
sea without a rudder. It drifts with 
the winds and waves, but at the end of 
the alotted time, it has made no partien- 
lar voyag 
lar good, and has reached no particular 
harbor; but he who has an aim, an am- 
bition, has energy and push, is like a 
wellrigged ship. In spite of adyerse 
winds, in spite of rolling waves, and 
heaving seas, in fact in spite of all op- 


position it moves to it’s goal, it reaches | 


its destined harbor. 

Young man, almost every avenue of 
life offers unbounded opportunities to 
the energetic. Good schools are provid- 
ed, good work-shops are established | 
business ocenpations are plentiful. Tet 
a mark fire yourself with a strong det- 
ermination, and suaeesa will eown your 
Never in tha world e« history 
and never in any placa on ear’, ‘mare 
than in Utah. is the saying true, “Where 
tuere’s a will there’s a way.” 


®, has accomplished no partieu-| 


PREPARED. 
VINE & BARNE 


Still in the Lead. 


And second to rione in carrying a 


full and well Selected Stock of 


Gents Furnishing Goods, 


—AND— 


‘Clothing, 


IN GREAT VARIETY. 
[| 


As we are Overstocked On: 


OVERCOATS — 


‘We will make heavy reductions - 
in order to close them out, as 
we must have the room for : 
our immense stock of © 


SPRING GOODS, 


NOW ON ORDER. 


We cordially imvite the Ladies to _ 


call and inspect our fine stock of 


DRESS GOODS. 


And Notions, +s 


In all Shades, 


We have an elegant line of 


Gn’ Ladi’ Muna Oh” 


SHOES, 


- Which we guarantee to give Satis- 
faction. 


Don’t Forget the Place 


IRVINE & BARNEY, 


oe Centre St, TeV, af 


SILKS ax» SATINS- 


a interest the little ones take. 
ion Every Normal student, at least, should 
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NORMAL DEPT. 
0. We Andelin. 

Since New years, the Junior Normals, 
have “been considering the subject of 
geography. Geography is studied more 
for use than for discipline. It must be 
taught in gach a manner that the child 
will not think that the whole of geo- 
graphy is a set of questions and a map. 
After having taught the pupils lessons 
on the school-room, school grounds, etc., 
it would be well to take the class upon 
an elevation in order to seo the physical 
features of the surrounding country, 
thereby forming concrete ideas of rives, 
vallies, lakes, etc. A place is not known 
until its relative position on the earth’s 
surface is known, and something of its 
products, minerals, physical features, 
history and inhabitants. 

Commence teaching geography early 
in achild’s life. It is interesting and 
requires very little reasoning, of which 
children haye scarcely any; and, again. 
several other studies depend upon 16 

Prof. Cluff gave the class paralle! col- 
umns. showing how geography is stud- 
ied in the district schools of Provo, the 
B. Y. Academy, and a typical Hastern 
school. 

The members of the class had prac- 

tice, last week, in telling stories. 
_ History is now under consideration 
in the Junior ¢lass. The facts, their 
causes, and their effects should be taught 
together. 

The simple fact that England im- 
posed taxes on her American Colonies 
without representation, is hardly worth 
knowing, except in connection with 
the train of events which followed- 


QUESTION FOR TEACHERS, 


“In teaching history to different 
grades, shall we give an easy course of 


the whole history to the Primary, and | 


make it more thorough to the higher 
grades (?) or shall we divide the whole 
history into periods, giving one period 
to each grade?” 
Pror, Crurr in Junior class. 
LOCALS NORMAL DEPT. 


The second of the series of lectures 
on “How to Strengthen the Memory,” 
will be given by Prof. Oluff next Thurs- 
day before the Juniors. 

Books for the students in Psychology 
came last week. ‘he class is now prac- 
tising subjective attention. 

The Senior Normals are considering 
School-houses and School furniture. A 


review in the “Intellectual qualifications | 


of the child” is set for to morrow. 


J 
‘Lhe Post Graduate class in theCeniral 

School, Provo, meets every Monday at 

4.30:p.m.°. 

The Seniors are having an excellent 
opportunity to put the “Ibeory” into 
“Practice.” Every day a student gives 
a 15 minute object lesson before the 
Primary Dep’t. It is wonderful what 


ubscribe for the “B. Y. A. Student.” if 
e wishes Prof. Clufi’s lectures, 


Our Normal librarian and Chief editor 

W. M. McKenprics, has been quite 
sorely afflicted, especially with a sore- 
throat, but we are pleased to announce 
“Wif,” is with us again. 
' All knowledge should be referred as 
much as possible to the sense percep- 
tion.-Hiducational law deduced from the 
study of Psychology in Post graduate 
elass. 

Prof. Cluff did not appear before the 
Normal and the Psychology classes last 
Friday, as he was attending the funeral of 
Instructor H. A. Anderson’s child. 


-- Most of the Normals appear and act as 


as teachers, but there can be a decided 
improvement in their erammar. 
The Shool master is not always an educ- 
ator. 
~ SCIENTIFIC REPORT. 


The chemistry class has commenced 
the Blowpipe analysis, 

Voltaic electricity has for some time 
been under consideration in the Philo- 
sophy class; particular attention being 
given to its motor power, and its use in 
electroplating. 

The Surveyor Transit has been under- 
going repairs; ib is now almost ready 
for use. 

GENERAL LOCALS. 


“Will the “Student” bea a success? 
“Well, I should think it would, just 
think, the educational matter furnished 
by Prof. Cluff will be worth the price of? 
subscription. 

The Civil Government class is pro- 
gressing slowly but surely, and at pres- 
ent is in the midst of an interesting ses- 
sion of the Legislature. Some of the 
gentlemen wish to exclude the ladies 
from all offices except ‘secretary and 
chaplain.” The ladies, however, seri- 
ously object. 

If ambition and push will make the 
STUDENT a success. success is sure, for 
Lyman and Gowans have both. 


IN THE OPERA HOUSE. 


Hast Friday Evening a ball, compli- 
mentary to Prof. B. E. Giles, was given 
under the management of four of the 
Faculty. ; 

PERSONALS. 


Miss Nuttall and Miss Thatcher, both 
teachers of the West School, visited 


Junior Theory and Psychology classes 
last Thursday. 


EH. S. Hinckley went to Salt Lake last 
Friday on aceount of the death of his 
grand father. : 


Prof. Giles and wife were present 
‘Wednesday afternoon for the purpose of 
drilling the chorus. 


Lydia Wilson and,Vilate Green last 
week entered Normal Dep’t; Lizzie Ivy, 
Academie, and Jennie Peck, Battie Ben- 
sen and Fred Bablke; the Intermediate, 

Dr. Maeser returned last Wednesday 
from a short trip into Cache, where he 
visited the Logan College. 

Prof. Nelson has also just: returned 
from a lecturing tour. 

Object lessons bave been conducted 
very creditably by O. W. Andelin, Geo. 
J. Ramsey, E. 8. Hinckley, Mary Ly- 
man, and Alonzo Wall. 


THE SEMI ANNUAL 


CLEARANCE SALE 


OF THE 


PROVO EAST CO-OP 


They 


SPECIAL ATTENTION 


to the endless variety of 


| LADIES’ KID GLOVES. 


Every pair Warranted. 


8. L. CHIPMAN, Supt. 
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WEST END STORE, 
JOS. A. HARRIS, Prop. 


Carries a Full Line of 


Dry Goods: 


Groceries, Urockery, Glass & Queens war e 
Motto. 


GOOD GOODS, LOW PRICES. 


And Courteous Treatment to all. 


SEPT E EEE EEE TEER EERE ETE 


PROVO WEST CO-OP. 


CARRIES AFULL LINE OF 


LADIES’ and GENTS’ FURNISHING GOODS. 


SHOES, a 
~ SLIPPERS, 
GROCERIES, 


AND SCHOOL SUPPLIES: 
CALL AND SEE U3 
A. EGGERTSEN, Supt. 


FARRER BROS. & CO. 


GENERAL MERCHANTS, 


Large suply of Materal for 


LADY'S FANCY WORK, 


FARRERBROS. &CO. J. St. Prova, 


“HOME INDUSTRY OUR SPECIALTY.” 


Provo Co-operative Clothing Dep't. 


‘TEN PER DISCOUNT GIVEN THE PTV Orn rs: 
—E———— ees 


Full Line of Home-Made Suits Suits made to Order from the Cele- 
Constantly on hand. “brated. Provo Woolen Mills Ripa, 


Samples of which are sent. on application. 


Try a Pair of our all-wool Cassimere. Pants at $5. 
___A. SINGLETON, SUPT. 


W, H. GRAY. & CO, SMOOT DRUG CO. NIELSEN & TAYLOR. 


CENTRE STREET, Fth 
- SCHOOL SUPPLIES, GROCERIES,J7=°7° o7=- - UraE 


eceupene, Faney Goods, etc., bess, um : : i] Hi ADING | EWELERS: 


Aer checriate “CHEMICALS, OF THE CITY — 
ma anes se TOURLOATe | GARRY, A FULL LINE, OF 
oer a comes, etc. | | WATCHES, 
GIANT TIRE SETTER: Perfumery and Fancy Toliet Articles, { CLOCKS AND 
Sa es Oe oc SILVER WARE. 
Sites oad Physicians Spec ere erie om- PROVO,, UT AH, . 


HEADQUARTERS. FOR. SCHOOL SUPPLIES... 
PROVO BOOK AND STATIONERY. GO,; 


ALWAYs KEEP ON I1ANT A FULL SUPPLY OF 


SCHOOL-BOOKS, ‘ TATIONERY, PENCILS, : 
PENS, INKS, MUCILAGE, BOOK- SACKS. 


And everything nceded in School, of the best quality. and. Cheapest price. 
Boot Forget the Place 
PROVO BOOK AND STATIONERY COMPANY | | 
UNION BLOCK: PROVO. res 8 


: 
ALEX. HEDQUIST, | _. Far 

Mannfacturer and Retail Dealer ee AN EASY. SHAVE - 1 
LADIES ANDLENAE ORA 
Ore ee | 

} SHOES AND STYLISH CL IP. 
RUBBERS: GO,TO THE, ees 

Leaping PHoToGRAPHER [CUSTOM WorK, AND REPAIR- CLUFF. BARBER Suop » 


' } ING ON SHORT NOTICE, 
OF PROVO. CENTRE STREET, BASEMENT NO. 6, Contre St, Provo. 
at CLUFE, penser mele 


Over Booth & Wilson’s Law Office. At the Sign of the big Boot. 


PROVO CITY, UTAH, 


